Greetings all,

This is Mike Carroll.  Here re the first two panels.  

--Partnerships Side 2 Panel 4-- is a 3 foot panel. It *should* have all but two photos that are of proper resolution for display.  The two photos of incorrect resolution are on their way from the Department of Energy and should be available shortly.  As soon as we get them, you will have them.

--Process/Learning Side 2 Panel 3-- is a four foot panel.  ALL of the phots there are for POSITIONING ONLY.  As with the previous case, the photos are on order from DOE and should be with us shortly.  Again, as soon as we have them, you guys will too.

Okay, that;s it for the moment.  We'll keep getting you stuff as soon as we can pop it out.  Sorry about all the delay.  We've had a terrible time corralling all these agencies.  Best of luck to you and your team!

Mike Carroll
Al Cho
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